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ACTION EB-07 

INFO OCT-OI NEA-IO ISO-00 DOTE-00 /018W 

I027II 

R 290740Z MAY 75 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 1703 

UNCLAS TEHRAN 4990 

PASS USDOT FOR MCKENDRICK, CHIEF FOREIGN PROJECTS DIVISION, 
FEDERAL HIGHWAY ADM EROM H C KING 

E.O. 11652: N/A 

TAGS: USIRJC, ETRA 

SUBJ: FHWA/MINROADS PROGRAM 

1. REVISE THE EQUIPMENT REQUIREMENTS PER LETTER MAY 6, 1975 AND MY 
CONVERSATION WITH YOU ON MAY 27, 1975: 

ITEM 1 - MOTORIZED SIEVE SHAKER 8" DIAMETER 220V, 50 CYCLE, 

CL-342B, 40 AT 957.00 EQUALS 38,280.00. 

5 - LABORATORY OVEN 22V, 50 CYCLE, SINGLE PHASE, L-12 A-8, 80 
AT 346.50 EQUALS 27,720.00. 

7 - HOT PLATE, 9 INCH, L-236, 10 AT 105.10 EQUALS 1,051.00. 

8 - SPEEDY MOISTURE TESTER, SMALL, MC-320, 25 AT 236.50 EQUALS 
5,912.50. 

8 A - SPEEDY MOISTURE TESTER, LARGE, MC-321, 25 AT 310.20 EQUALS 

7.755.00. 

9 - WEIGHT SET, WS-24, 40 AT 44.00 EQUALS 1,760.00. 

1 1 - BALANCE WITH SCOOP, L-820, 40 AT 61.80 EQUALS 2,472.00. 

13 - STANDARD LIQUID LIMIT DEVICE, CL-207, 100 AT 68.00 EQUALS 

6.800.00. 

14 - MECHANICAL SAND EQUIVALENT SHAKER 220V, 50 CYCLE, CL-233 
B-8, 100 AT 720.50 EQUALS 72,050.00. 

15 - SAND EQUIVALENT TEST SET, CL-230, 50 AT 159.70 EQUALS 

7.985.00. 

16 - HYDROMETER ANALYSIS SET, CL-279-8, 10 AT 775.60 EQUALS 

7.756.00. 

17 - CASAGRANDE GROOVING TOOL, CL-217, 50 AT 8.50 EQUALS 425.00. 

18 - VOLUMEASURE, CN-980 M, 50 AT 141.15 EQUALS 7,057.50. 

UNCLASSIFIED 
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21 - MECHANICAL COMPACTOR 220V, 50 CYCLE SINGLE PHASE, CN-4240-8, 

12 AT 1,514.10 EQUALS 18,169.20. 

23 - MODIEIED COMPACTION MOLD 6" DIAMETER, CN-404, 140 AT 
45.30 EQUALS 6,342.00. 
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24 - STANDARD COMPACTION MOLD 4 INCH DIAMETER, CN-405, 140 AT 

30.50 EQUALS 4,270.00. 

26 - STANDARD COMPACTION HAMMER 5.5 LBS, CN-415, DELETED. 

27 - MODIFIED COMPACTION HAMMER 10.0 LBS, CN-416, 100 AT 26.50 
EQUALS 2,650.00. 

COMPRESSION TESTER, CT-850 M-8, SEND AIR FREIGHT. 

(ITEMS 1-27) TOTAL, $438,883.20. 

28 - SAMPLE EJECTOR, P-103, 70 AT 169.95 EQUALS 1 1,896.50. 

29 - C.B.R. LABORATORY SET, MECHANICAL, CN-702M, 20 AT 1,029.00 
EQUALS 20,580.00. 

30 - FIELD C.B.R. SET, CN-727, 20 AT 1,241.15 EQUALS 24,823.00. 

31 - TRIPOD ATTACHMENT, CN-401, 25 AT 17.50 EQUALS 437.50. 

32 - DIAL INDICATOR 0.001 INCH AND 0.0001 INCH RANGE, LC-12, 60 
AT 64.90 EQUALS 3,894.00. 

33 - LEVERMATIC CONSOLIDATION SET, 220V, 50 CYCLE, C226-8, IP AT 
1,162.90 EQUALS 93,032.00. 

34 - MOTORIZED DIRECT SHEAR FOR FINE MATERIAL 220V, 50 CYCLE, 
D-120A-8, 15 AT 1,848.90 EQUALS 27,733.50. 

35 - DIRECT SHEAR FOR GRAVEL 220V, 50 CYCLE, D-140, 15 AT 
8,680.00 EQUALS 130,209.00. 

36 - POROUS STONES 1.5", 2.5", 4.0" DIAMETER, T-300, 100 AT 1.80 
EQUALS 180.00. 

36A - POROUS STONES 1.5, 2.5", 4.0" DIAMTER, T-303, 100 AT 2.40 
EQUALS 240.00. 

36B - POUROUS STONES 1.5", 2.5", 4.0" DIAMETER, T-306, 100 AT 

2.60 EQUALS 260.00. 

37 - PLASTIC PERMEAMTER, K-600, 10 AT 67.00 EQUALS 670.00 

38 - COMBINATION PERMEAMETER, K-605, 10 AT 133.90 EQUALS 

1.339.00. 

39 - PERMEABILITY MOLD COMPACTION PERMEAMETER, K-612, 10 AT 

124.60 EQUALS 1,246.00. 

K-610, 10 AT 84.50 EQUALS 845.00. 

42 - TORSION OPTICAL READING BALANCE, L-896, 15 AT 1,073.50 
EQUALS 16,102.50. 

43 - METAL THERMOMETER (CENTIGRADE), G-203, 25 AT 11.30 EQUALS 
282.50. 

47 - BASIC CONCRETE TESTER METRIC (120,000 KGR), CT-710 M, 45 AT 
UNCLASSIFIED 
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1.303.50 EQUALS 58,657.50. 

48 - SLUMP TEST SET, CT-225, 20 AT 35.00 EQUALS 700.00. 

(ITEMS 28-54) TOTAL $396,295.20. 

76 - UTILITY CENTRIFUGE EXTRACTOR, 220V, 50 CYCLE, SINGLE PHASE, 
AP-174-B-8, 30 AT 676.50 EQUALS 20,295.00. 

77 - HAND OPERATED EXTRACTIOR, AP-176, 30 AT 437.80 EQUALS 

13.134.00. 

(ITEMS 76-95) TOTAL 1,013,418.00. 

(ITEMS 1-27) $438,883.20 - PAGE 1 OF THE ORIGINAL EQUIPMENT 
LIST) 

(ITEMS 28-54 $396,295.20 - PAGE 2 OF THE ORIGINAL EQUIPMENT 
LIST) 

(ITEMS 55-75) 1 17,233.50 - PAGE 3 OF THE ORIGINAL EQUIPMENT 
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LIST) 

(ITEMS 76-93) 1,013,418.00 - PAGE 4 OF THE ORIGINAL EQUIPMENT 
LIST) 

(TOTAL ITEMS 1-93) $1,965,827.90 
FREIGHT 472,000.00 

$2,437,829.90 

SURCHARGE 54,100.80 

$2,491,930.70 

2. ALL OTHER ITEMS REMAIN THE SAME. AIR EREIGHT THE COMPRESSION 
TESTERS. EHTESHAMI VERY ANXIOUS, PLEASE RUSH. CALCULATIONS NOT 
CHECKED. 2,492 MILLION CANNOT BE EXCEEDED SO ORDER AS PER PEVIOUS 
A,B,C PRIORITY ARRANGEMENT IF NECESSARY. 

HELMS 

UNCLASSIEIED 


« END OE DOCUMENT » 
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